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ee in machine translation which the 
4 Bureau has been performing for the Army Office of 
Ordnance Research now point the way to practical 
production of English text from Russian technical lit- 
erature. A translation scheme recently developed in- 
structs an electronic computer to weld together the 
English correspondents of the Russian words in a 
given text to make a meaningful reproduction of the 
intent of the original sentence. Feasibility studies have 
been carried out on a high-speed electronic computer 
by Ida Rhodes of the mathematical staff. The fact 
that she is a linguist as well as a mathematician and 
computer programer greatly facilitated the development 
of the system. 

The program first instructs the machine to change 
the hr of a Russian sentence into a highly con- 
densed form for matching in the glossary. The ma- 
chine is then told to recognize the syntactical relations 
between the words. After this. it puts together the 
English words into a meaningful sentence. With the 
improvements and shortcuts that are expected to be 
developed in the programing. and by using such ad- 
vanced computers as are now under construction, the 
cost may be reduced to no more than a human trans- 
lator charges. 

From a theoretical point of view. the problem of 
translating from one language into another is not com- 
pletely solvable. A sentence does not always success- 
fully express a thought: furthermore, it is not possible 
to be sure that this thought was perfectly formed before 
it was stated. Yet it is the task of the translator to ren- 


der such a possibly distorted statement into a target 
(translated) sentence which conveys the intent and im- 
port of the source (original) sentence. With the addi- 
tional requirement that the task be automatized, the 
problem becomes quite formidable, especially since 
present-day computers do not have the capacity for 
rapid, economical translation. In view of these facts, 
what has been attempted at the Bureau is experiments 
in practical translation. Such a translation may be 
neither elegant nor complete, but nevertheless should 
convey the gist of the source material intelligibly and 
faithfully. 

The method consists of two parts. The first part 
merely “looks up” 
Enelish glossary 


every source word in a Russian- 
This glossary is stored. greatly 
condensed form, on external media such as magnetic 
tape. Since Russian is a highly inflected language, 
only the stems are kept in the glossary. Prefixes and 
suffixes are also stored, but separately from the glos- 
sary. To further conserve limited memory space, in- 
structions dealing with refinements of English grammar 
all words are treated 

While this may lead to such inelegant eX- 


pressions as 


are not used. For instance. 
regular. 
good-er and “‘sood-est”. at least the 
intent is clear. 

The information obtained from the look-up in part 1, 
combined with the information for the ending of a 
source word, is used in part 2 of the scheme to weld 
together the individual target words into a meaningful, 
if not esthetic. English sentence. The crux of this 
iterative scheme lies in the fact that most words of a 
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language have ascertainable tendencies to associate with necessity for a sentence to have a subject, actual or 


other words. These tendencies are listed in the glossary implied) has not materialized, another iteration will be 
along with the syntactical, grammatical, and lexicologi- attempted, aided by the facts garnered i in the previous 
cal properties of each stem. As each source occurrence ones. The scheme puts a limit on the number of allow. 
is examined, predictions are made—on the basis of able iterations, since it is quite possible to enter upon 
these tendencies—concerning the nature of the occur- an endless repetitive process because of the inadequacy 
rences to be expected. The scheme progresses by link- of the scheme to cope with all possible situations. —|n 
ing together words which seem to fit each other and by case of failure, a word-to-word translation is printed 
care fully recording the doubts, conflicts, and indecisions out with an indication of where the scheme failed. 
that may arise. By alternately looking forward to Even when the tests indicate no failures, it is not at all 
make predictions and backward to ascertain whether certain that the final sentence is an accurate one. But 
light has been thrown upon previous conflicts, the since the English language is far less sensitive to syn- 
target words are gradually modified and rearranged. tactical and grammatical variations than is the Russian, | ’ 
in the manner of jigsaw pieces. to complete the puzzle. in the majority of cases the English sentence should he ) 
A number of criteria serve to indicate whether the meaningful and faithful. Should it turn out to be 
current attempt is successful or not. For example. if a otherwise, it should furnish clues as to how the trans- 
prediction which was indexed as a “must” (such as the lation scheme might be improved. 


Announcing: r 





a 

tl 

New Four-Part Journal of Research bre 
Fr at = 

Ser ce 

-_ 0 

; Q 
\ on al 
J aval ol - 

. 

Journ; Journa Jour . 

sa? ) 

tesea, Resear \ Res t re 
uj 

di 

ti 

© PHY Si. on gm \ , wx THEMATIES WN aus \C| © CNet aap al 
CHEMIST wo ) WATHEMATION INSTRUMENTATION Ke 
73 

FTER July 1. 1959, the National Bureau of Stand- As now published. the content of the Journal is as | in 
ards will begin publishing its Journal of Research broad as the Bureau's scientific program, embracing ne 
in four separate sections, corresponding to subject most fields of the physical sciences as well as various au 
matter fields, which may be subscribed for individually. branches of engineering. The division of the Journal ' jec 
This change is being made to permit more effective into separate sections is an effort to meet more effec- | = M. 
dissemination of the Bureau's findings to science and tively the specialized needs of today’s scientists, engi- lis 
industry. At the same time the editorial scope of the neers. and mathematicians. Henceforth, the individual rec 
Journal is being broadened to cover the Bureau’s tech- reader need subscribe only to those sections of the | 
nical program as completely as possible. Other current Journal that fall within his particular field of interest. nic 
publications changes include the initiation of two new art 
nonperiodical publication series. Four Sections wil 
The Journal of Research of the National Bureau of Bia 
Standards 7 the basic medium by which the Bureau The Journal is being divided into the following sec cal 
reports its findings to the scientific community. lhe tions. each available upon subscription from the Gov- are 
Journal contains comprehensive research papers which ccditnk Pitatin Glen ; 
5 ° tie 
give complete details of the work. including laboratory 

data. experimental procedures. and theoretical and Section A: Physics and Chemistry mn 
mathematical analyses. Section B: Mathematics and Mathematical Physics wit 
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Section Engineering and Instrumentation 
Section D: Radio Propagation 


Section A, Physics and Chemistry, will cover a broad 

inge of physical and chemical research, with major 
nphasis on standards of physical measurement, funda- 
ental constants, and properties of matter. It will be 
-sued six times a year, and the annual subscription will 
ist $4.00 (75 cents additional for foreign mailing). 

Section B, Mathematics and Mathematical Physics, 

ill present studies and compilations designed mainly 
ior the mathematician and theoretical physicist. It will 
include topics in mathematical statistics, theory of 
experiment design, numerical analysis, theoretical 
physics and chemistry, and logical design and pro- 
craming of computers. Short numerical tables will 
also be included from time to time. Section B will be 
issued quarterly, and the annual subscription cost will 
he $2.25 (foreign, 50 cents additional). 

Section C, Engineering and Instrumentation, will 
report results of interest chiefly to the engineer and the 
applied scientist. This section will include many of 
the new developments in instrumentation resulting from 
the Bureau's work in physical measurement, data proc- 
essing, and development of test methods. It will also 
cover some of the work in applied mechanics, properties 
of engineering materials, building research, and cryo- 
genie engineering. Section C will be issued quarterly. 
and the annual subscription cost will be $2,25 (foreign. 
50 cents additional). 

Section D, Radio Propagation, is to be edited at the 
Bureau’s Boulder (Colo.) Laboratories. It will report 
research in radio propagation, communications. and 
upper atmospheric physics. Topics to be covered in- 
clude propagation in ionized media. scattering by tur- 
bulence, effect of irregular terrain on propagation, 
diffraction and scattering by solid obstacles, propaga- 
tion through time-varying media. surface waves. and 
antennas. Section D will be issued six times a year. 
and the annual subscription cost will be $4.00 (foreign. 
79 cents additional ). 


Broadened Scope 


The editorial scope of the Journal will be broadened 
in several ways. In addition to research reports. the 
new Journal will present review articles by recognized 
authorities and compilations of information on sub- 
jects closely related to the Bureau’s basic mission. 
Much of the material which the Bureau has been pub- 
lishing in nonperiodical form will henceforth be di- 
recte di to the Journal. 


To provide complete coverage of the Bureau's tech- 
nical program, all NBS nonperiodical publications and 
articles by the Bureau staff in professional journals 
will be abstracted in the appropriate section of the 
Journal of Research. \n addition, each section will 
carry a complete listing of all Bureau publications that 
are not abstracted in that section. Thus, within a par- 
ticular Journal section, each individual Bureau publi- 
cation will appear either in full, in abstract. or listed 
with appropriate reference data. 
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Editorial Appointments 


Another change is the appointment of members of 
the Bureau’s technical staff to serve as editors of the 
various sections, and the appointment of advisers from 
the Institute of Radio Engineers to Section D, Radio 
Propagation. Those selected are listed below: 

A. Physics and Chemistry— 
Editor: U. Fano 
Associate Editors: 
D. D. Wagman 
J. M. Richardson 
B. Mathematics and Mathematical Physics— 
Editor: Chester H. Page 
Associate Editors: 
F.L. Alt 
k. L. Crow 
Engineering and Instrumentation— 
Editor: William A. Wildhack 
Associate Editors: 
G. F. Montgomery 
R. B. Jac soilin 
D. Radio P ropagation- 
Editor: James R. Wait 
Associate Editors: 
Thomas N. Gautier 
Jack W. Herbstreit 
C. Gordon Little 
Alvin G. MeNish 
IRE Advisers: 
D.G. Fink 
k. M. Siegel 


Other Publication Changes 


Two of the Bureau's nonperiodical series—Circu- 
lars and Building Materials and Structures Reports— 
are being discontinued inasmuch as much of the mate- 
rial now appearing in these series will go into the 
new, expanded Journal of Research. At the same time, 
two new nonperiodical series are being inaugurated. 
These series will be known as Monographs and Tech- 
nical Notes. No change is contemplated in the Bureau’s 
three other nonperiodical series ( Applied Mathematics 
Series. Handbooks, and Miscellaneous Publications) 
nor in the other NBS periodicals (Technical News 
Bulletin and Basic Radio Propagation Predictions). 

VBS Monographs will consist of major contributions 
to the technical literature which are too long for pub- 
lication in the Journal of Research. They will com- 
prise much of the type of material that is now published 
in the larger circulars such as, for example, Atomic 
Energy Levels, Tables of The oma Properties of Gases, 
and W orldwide Occurrence of Sporadic E., 

VBS Technical Notes have been designed to supple- 
ment the Bureau's regular publications program. They 
will provide a means for making available communica- 
tions and reports that are of transitory or limited in- 
terest. Technical Notes will be offered ios sale by the 
Office of Technical Services. U.S. Department of Com- 
merce, Washington 25, D.C. All other NBS publica- 
tions are available from the Superintendent of Docu- 
ments, U.S. Government Printing Office. Washington 


25. D.C. 
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i ips OBTAIN basic information on the strength of 
intermolecular entanglement in polymers and their 
flow stability, the Bureau, in connection with the Gov- 
ernment Synthetic Rubber Program, has been investi- 
gating the effects of mechanical shearing on polymers 
in concentrated solutions. 

When high-polymer molecules are subjected to severe 
mechanical shearing. they are sometimes broken down 
into smaller molecules. This degradation may be pro- 
duced either by the heat dissipated in the shearing 
process or directly by the mechanical forces involved 
in the shearing. Isolating the degradation due to the 
mechanical forces themselves, A. B. Bestul! and co- 
workers in the rheology laboratory have established 
several defining features of degradation associated with 
mechanical shearing. Their research indicates that, 
under a given set of shearing conditions, a polymer will 
degrade to a molecular weight level representative of 
these shearing conditions and below which no further 
degradation will occur. The occurrence, rate, and 
ultimate extent of rupture depend on the occurrence 
and severity of the shearing under otherwise identical 
conditions. The degradation does not result either 
from incomplete solution prior to shearing nor from 
cavitation in the shear field, but is caused by the shear- 
ing itself. 

Work on degradation is useful both in theoretical 
and applied areas of polymer science. In the theoreti- 
cal field, research on mechanical shearing is leading 
toward better understanding of high-polymer  struc- 
tures. especially of entanglements and other intercon- 
nections between such molecules. In the applied field, 
for such technological processes as lubrication, pump- 
ing, ultrasonic applications, milling, shaking. turbulent 
flow, and lamellar flow, polymeric substances are de- 
liberately or incidentally subjected to shearing—which 
may be severe enough to cause rupture within the 
molecule. By studying mechanical degradation, the use 
of polymers that degrade excessively under severe 
conditions can be avoided and special polymers that will 
remain intact under such conditions can be developed. 
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Representation of molecular entanglement. This inter- 
twining of polymer chains is thought to be involved in 
concentrating sufficient energy into a bond to activate 
rupture. 


Procedure 


Unfractionated polyisobutene in n-hexadecane solu 
tion was the polymer system most thoroughly investi 
gated. Solutions containing from 3- to 20-mole percent 
of the polymer were sheared by being repeatedly forced 
through the capillary of the McKee consistometer,° an 
instrument developed to test experimental fluids of high 
viscosity. This device has a capillary hole penetrating 
a disk which is clamped between two steel cylindrica! 
tubes, each equipped with a closely fitted piston. The 
pistons repeatedly force the polymeric solutions to pass 
back and forth through the disk. As the instrument is 
essentially symmetrical with respect to the cylinders 
and has pistons on both sides of the disk, successive 
measurements can be made by moving the pistons in 
alternate directions. 

Records were made of the load on the consistometer 
for every other pass of a sample. Data were obtained 
for nominal rates of shear from 9,000 to 100,000 sec 
temperatures from 20° to 80° C, and initial viscosity- 
average molecular weights from 600,000 to 2,520,000. 
Some of the runs were interrupted at various stages of 
the degradation process. Viscosity-average molecular 
weights were then determined for the polymers present 
at that particular stage of shearing, and the extent of 
degradation determined from these. 

To examine specific details of the process, incidental 
measurements were made on solutions of polymer frac- 
tions obtained from degraded and undegraded starting 
materials and of polymers precipitated completely from 
degraded stock. In some of these tests, shearing was 
interrupted for different periods but subsequently 
completed. 


Energy Source 


It was found that the rate of degradation is propor- 
tional to the concentration of the bonds present at fixed 
shearing conditions. Within certain conditions—poly- 
mer concentrations between 5- and 20-weight percent 
and temperatures between 30° and 50° C—the propor- 
tionality factor between degradation rate and bond 
concentration (rate constant) is independent of tem- 
perature and bears the same relation to the rate of 
shear energy application that exists between the rate 
constant and temperature in thermally activated chem- 
ical reactions. This similarity suggests that mechani- 
cal shear degradation can be considered as a mechani- 
cally activated reaction, and leads to a distinguishing 
feature between the molecular processes occurring in 
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nechanical and in chemical degradations. This char- 
‘teristic is the source of energy which raises the en- 
rgy state of molecular bonds to a level high e nough to 
ause rearrangement of the atoms. In shear degrada- 
on, this energy appears to be supplied from mechani- 
al energy associated with the shear field rather than 
rom thermal or electromagnetic sources, for example. 

If the energy generated in the shear field is uniformly 
listributed, the ene rgy developed in the volume occu- 
ied by an individual bond (and the two atoms it con- 
ects) can provide only a small part of the necessary 
Therefore, to provide the energy needed to 
upture a single bond, energy developed in n a larger 
olume than the immediate bond vic inity is required. 
lhe energy from this large volume of the shear field 
just be in some way concentrated into the bond. It 
has been suggested that this concentration may be 


accomplished by the accumulation of stresses due to 


the shearing through entangled molecular chains, i.e., 
overlapped or entwined polymers. 


Energetics 


Another characteristic of mechanical shear degra- 
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If no bond rupturing were occurring, the shear forces 
would be expected to be much lower than observed. 
Open circles represent the observed shearing force, while 
closed circles represent an estimate of the shearing forces 
which would exist for the molecular weight prevailing at 
various stages of degradation—if no degradation were 
occurring. Since the difference between the two curves 
represents that contribution to the shearing forces which 
is associated with the degradation process, the shaded 
area represents the amount of degradation energy 
required, 


June 1959 







































% 
Investigating the effect of mechanical shearing on various 
concentrated polymeric solutions. Here a scientist re- 
cords the force required to shear polymers in a consis- 
tometer. 
dation is the large amount of energy used by the proc- 
ess per bond ruptured—the values were found by the 
Bureau to be in the neighborhood of 300,000 kcal/mole 
of bonds ruptured. Since this large amount of energy 
is several thousand times any re asonab le value for the 
bond energy of carbon-carbon bonds, it is evident that 
some of the energy is not utilized in the rupture itself 
but is somehow lost in the process. This may occur 
during bond rupture when part of the energy stored 
in neighboring bonds or macromolecular segments may 
be immediately dissipated as heat, rather than first 
being utilized in the shearing process. This energy 
would be measured and included in the overall energy 
loss for the degradation process. 
Although general information on the number of 

neighboring bonds or macromolecules which are instru- 
me ental i in transmitting activation ene rey toa ruptured 
bond can be estimated, detailed data cannot be obtained. 
as it is not as yet possible to measure several quantities 
necessary for detailed calculation. These undetermined 

values include the actual amount of energy accumulated 

in individual neighboring bonds, the proportion dissi- 
pated as heat immediately upon rupture, and the re- 
spective proportions stored as potential energy in the 

bonds and as reduced configurational entropy of the 
macromolecular chains forme wf by the bonds. However. 

results on fractionated polymers precipitated from 
unsheared and previously sheared samples support the 
conclusion that the transmission of activation energy 

into a single ruptured bond involves several polymeric 

chain macromolecules. In the degradation, the individ- 

ual macromolecules with the highest molecular weights 

are ruptured. But degradation occurs only if at least a 

minimum concentration of these large 
present. 


molecules is 


Under extreme conditions (relatively low concentra- 
high temperature) both the rate and energy 
requirements of mechanical shear degradation deviate 
considerably from the above results. That is. the rate 
varies much more rapidly with the temperature, and 


tion or 
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the energy requirements are higher. Presumably the 
polymer cannot form sufficient effective entanglements 
at low concentrations and the viscosities of the solutions 
are too low to develop adequate shearing forces at high 
temperatures. 


Effect of Capillary Geometry 


Recent work with consistometer capillaries of differ- 
ent lengths and diameters has indicated that shear de- 
gradation occurs in the entrance end of the capillary 
for a distance many times the capillary diameter. 
Interesting effects of the exact geometry of the capil- 
laries have been demonstrated * with capillaries having 
exaggerated deviations from right-circular, cylindrical 
geometry. These variations took the form of a cham- 
fered and a tapered bore at one end of the capillary. 
The taper has a marked effect on the degradation re- 
sults, as shown by the substantially different degrada- 
tion patterns observed in flow through this type of 





capillary in the two opposite directions. However, the 
chamfer at the edge of the capillary has little effect on 
this degradation, presumably because it does not extend 
over an appreciable part of the capillary distance where 
degradation occurs. 


' For further technical details, see Energy requirements 
of mechanical shear degradation in concentrated polymer 
solutions, A. B. Bestul, J. Chem. Phys. (in press); Evi- 
dence for mechanical shear degradation of high poly- 
mers, A. B. Bestul, J. Phys. Chem. 61, 418 (1957); Ki- 
netics of capillary shear degradation in concentrated 
polymer solutions, A. B. Bestul, J. Chem. Phys. 24, 1196 
(1956) ; Composition of apparent shearing forces during 
shear degradation of polymers, A. B. Bestul, J. Appl. 
Phys. 25, 1069 (1954). 

* A worker consistometer for lubricating greases, S. A. 
McKee and H. S. White. ASTM Bul. 153, 90 (1948). 
See also, NBS Tech. News Bul. 33, 10 (1949). 

Effects of capillary shape on flow characteristics and 
degradation of polymer solutions, H. S. White and H.V. 
Belcher, J. Research NBS 60, 215 (1958) RP2839, 





to assist in 1960 census 


MYHE BUREAU has developed a new model of 

FOSDIC (Film Optical Sensing Device for Input 
to Computers) to assist the Bureau of the Census in 
processing the data to be received from the 1960 de- 
cennial censuses. This electronic machine rapidly 
reads microfilmed census documents and transcribes 
the data on magnetic tape for direct input to an elec- 
tronic computer. It was designed by M. L. Greenough 
and C. C. Gordon of the NBS staff and FE. S. Stein of 
the Bureau of the Census. 

In the 1960 census, nearly 160,000 enumerators will 
be employed in collecting data on the people of the 
United States and their homes. The result of their 
work will be a vast amount of information about per- 
sons and households, amassed on nearly 50 million 
separate sheets of paper. To sum up all this informa- 
tion into convenient, useful tables and to produce this 
summation in the space of a few short months will 
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require the services of four high-speed electronic 
computers. 

Before the data is given to the computers for proc- 
essing, an intermediate step must be performed. Each 
document must be read and the information on it trans- 
lated into a language that the computers can under- 
stand. In the past, human operators have performed 
this task by transcribing the data onto punched cards. 
However, it was readily apparent that, for the 1960 
censuses, the extremely rapid processing speeds which 
electronic computers can achieve would be largely 
wasted in the absence of some means for mechanizing 
the input. Therefore, the Bureau was called upon to 
develop an instrument that would eliminate as much 
as possible the human drudgery heretofore required. 
The result has been FOSDIC III. This machine is 
already in service, and has assisted in several census 
surveys. For the 1960 census, four additional iden- 
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Control console of FOSDIC Hl. The machine reads 
microfilmed census documents and transcribes the infor- 


mation onto magnetic tape for input for a computer. 
On the console are some of the original documents. Op- 
erator is holding some of the microfilmed copies. (Photo 
courtesy U.S. Bureau of the Census.) 


tical machines are being constructed by the Bureau of 
the Census. 

rhe central element of FOSDIC III. like its 
FOSDIC I and Il. is an electronic scanning 
assembly. Light from the screen of a cathode-ray tube 

focused upon the microfilm image, and the trans- 
missivity of small. discrete areas on the film—corre- 
sponding to the handwritten marks on the original 
document—is measured with a photoelectric cell. By 
moving the electron beam around on the face of the 
cathode-ray tube, any selected area of the image can be 
examined. Control of the position of the illuminated 
area, and interpretation of the signals from the photo- 
electric cells, are functions performed by the associated 
electronic circuitry. Through positional control. 
scanning, the point of light travels in prescribed man- 
ner from one point to the next in turn. Since there is 
only one electron beam in the cathode-ray tube. the 
scanning over the image is serial in its time sequence. 
Then, as soon as one image is scanned. the film is auto- 
matically advanced to the next frame. 

Photographing the census documents on 16-mm 
microfilm provides a number of advantages. It sepa- 
rates the massive paperwork operation from the elec- 
tronic equipment: FOSDIC can read microfilm images 
much faster than the paper sheets themselves. The high 
contrast of microfilm provides an enhanced signal-to- 
noise ratio, resulting in a low 
machine reading. Moreover. 
adequate for FOSDIC 
quality 
reader. 


prede- 


cessors, 


incidence of errors in 
film images of quality 
to read are also of sufficient 
visual examination in a microfilm 
Therefore. the original documents. once micro- 
filmed. need not be saved: the storage problem is there- 
by reduced considerably. Documents can be photo- 
graphed on a_ pile permitting rapid peeloff. the 
documents may be slightly tilted so that straightening 
is not continually re quire ‘d. and precise reduction ratio 
and exposure control are not necessary. 

\ system of notation easily recognizable by both man 
and machine is required for indicating information on 
census documents. The simplest system is * 


for easy 


mark sens- 
ing, in which answer areas are marked with some 
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writing instrument or left blank. The most familiar 


example is an “x” in a box to indicate a “yes”, “no”, 
or the correct answer to a multiple choice question. 
Numbers may be selected by choosing the desired digit 
from a column of 10 digits. Mark sensing permits the 
use of ordinary pe ncils, allows erasures, and mini- 
mizes the weight of paper stock whic h the census 
enumerator must carry with him. 

{ complete census document is built up of groups 
of questions, with their possible answers and answer 
areas. Each group is located by an index mark 
simply a black square which FOSDIC can easily find. 
Answer marking positions fall into an imaginary grid 
laid off from the index. The grid is made up of 
modules 0.15 in. square, and marking areas may be 
packe d this closely together, horizontally or vertically. 
The actual marking area is a fine-lined circle. one-half 
module in diameter. Each index serves a grid as large 
as 16 by 16 modules. 

\ document may contain, within its overall limita- 
tions of size. as many index groups as are needed for 
the information content. Each group is an entity in 
itself. and need have no relation in position with any 
other group. 

Registration marks are located the left and top 
borders of the document. These marks are included to 
determine the tilt and span of the document image as it 
appears to FOSDIC’s scanning equipment, and to pro- 
vide a starting point for examining the image. 

FOSDIC can read off any part or all of the informa- 
tion on a document, depending on what the programer 
instructs the machine to do. The instructions are in 
terms of the horizontal and vertical coordinates of the 
index mark next to the desired information. Program 
control is through a plugbhoard into which the detection 
logic has been wired. 


‘FOSDIC-—a film optical sensing device for input to 
computers, NBS Tech. News Bul. 38, 24 (1954) ; FOSDIC 
Il reads microfilmed punched cards, ibid. 41, 72 (1957). 


Racks containing part of FOSDIC’s electronic equipment. 
The machine can read off part or all of the information 
on a microfilmed census document. Central element of 
the machine is an electronic scanning system that reads 
any selected portion of the film. (Photo courtesy U.S. 
Bureau of the Census. ) 































THERMAL STRESSES 





IN STAINLESS STEEL BOX BEAMS 


NTERNAL radiant heat transfer in Type 302 stain- 

less steel box beams has been investigated at the 
Bureau in work supported by the Office of Naval Re- 
search. The study was made to determine the extent 
to which this mechanism. as distinguished from ex- 
ternal heat radiation, can alleviate the thermal stresses 
and deflections that can cause failure in supersonic 
aircraft and other structures subjected to elevated 
temperatures. The data show that significant relief 
may be obtained through maximum internal radiant 
transfer, a condition that can be achieved by blacken- 
ing the internal surfaces of the structure. Designing 
aircraft beam structures to accomplish this effect should 
lead to savings in weight. 

Thermal stress is basically dependent on temperature 
distribution. The steeper the thermal gradient is. the 
greater the thermal stress. This means that, for a 
fairly large difference in temperature between the 
heated and unheated beam covers, appreciable thermal 
Internal radiation, however. tends to 
lower the temperature gradient, and thus relieve the 
thermal stresses. Increasing the emittance of the in- 
ternal surface of the heated cover tends to enhance this 
effect by increasing the rate of radiant heat transfer. 

In the present study, the internal radiant heat trans- 
fer of 13 theoretical box beams at high-altitude condi- 
tions was computed by S. Goodman, S. B. Russell, and 
C. E. Noble.’ These box beams were of three basic 
types, each varying in wall thickness. Variation with 
temperature of the thermal and elastic properties of 
the beam material was considered in the computations. 
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Computed and observed temperature distributions are 
compared in studying the effects of internal radiant heat 
transfer in stainless steel box beams. (S is a distance 
coordinate measured along the total length I, of the 
three sides of the left half of box beams as indicated in 
the diagram.) 
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4 stainless steel box beam (center), used in studying in- 
ternal radiant heat transfer, is being wired with several 
thermocouples to measure temperature distribution. 
The vacuum chamber eliminates convective heat transfer, 
simulating conditions at high altitudes. 


Hemispherical total emittance was taken as 0. 0.55, 
and | for the internal surface and as 0.35 for the ex- 
ternal surface—the zero value indicating minimum 
radiant heat transfer. Changes in the internal radi- 
ation were related to temperature distribution, maxi- 
mum thermal stress. and beam deflection. The 
temperature distribution histories were computed on 
the Bureau’s SEAC. 

To check the theoretical data, one case was verified 
experimentally. The test procedure consisted in heat- 
ing only one cover of a box beam in a vacuum cham- 
ber whose pressure was maintained at 4 mm of He. 
Vacuum conditions were used to minimize gas heat 
transfer. The beam was heated with quartz-tube 
tungsten filament heaters. which were enclosed in a 
silver-plated stainless steel reflector. The temperatures. 
measured at various intervals on the beam cover. were 
about 12 percent less at the beam ends than at the 
center of the cross section. Beam deflection was meas- 
ured at the center of the cross section by a deflected 
cantilever carrying electrical strain gages. 
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Beam temperature history shows that maximum internal 
radiant heat transfer (case 3) significantly reduces the 
thermal gradient between the heated (A) and unheated 
(B) surfaces. The steeper the thermal gradient is, the 
greater the thermal stress. 


Good agreement was obtained between the theoretical 
and experimental values for this beam. In evaluating 
the effect of a change in emittance on the thermal stress 
distribution and deflection, the possible effects of yield- 
ing, creep, and buckling were neglected. 

The analysis showed that, for a thick-walled, slowly 
heated beam with a heated cover at 958° F, a change 
in the interior wall emittance has little effect on the 
magnitude of the maximum thermal stress. Increas- 
ing the interior wall emittance from 0 to 1.0, however, 
decreases the maximum beam deflection by 34 percent. 
For other beams at 1,200° F, the same change in 
emittance reduced the absolute maximum stress from 
9 to 27 percent and deflection from 15 to 40 percent. 

The study showed that maximum internal radiant 
heat transfer, indicated by an emittance value of 1, has 
an appreciable effect on the temperature distribution, 
and consequently on the maximum thermal stress and 
deflection. This effect is particularly marked for a 
thin-walled slowly heated beam. 


‘For further technical details. see Effect of internal 
radiant heat transfer on temperature distribution, ther- 
mal stress, and deflection in box beams, by S. Goodman, 
S. B. Russell, and C. EF. Noble. J. Research NBS 62, 
Vo. 6 (1959) RP2919, 


NEW MOTION PICTURE 


Dental X-ray Equipment: Alteration for Modern Radiation Hygiene 


. NEW motion picture was announced by the 
American Dental Association and the National 
Bureau of Standards, who have collaborated for 30 
years in research on dental materials. ‘The film 
is the ninth motion picture on dental materials pro- 
duced by the Association’s Council on Dental Re- 
search in cooperation with the Bureau. Available 
for loan or sale, the film, a 16-mm, sound, color film, 
running time 18 minutes, is designed for the dental 
and other health professions. 

It is the first of a new series to be produced on 
radiation hygiene. The film shows the dentist how 
good diagnostic X-ray pictures may be produced 
with a minimum amount of radiation to the patient. 
Procedures by which the dentist can check his X-ray 
equipment for collimation and filtration of the use- 
ful beam, for tube head leakage, and for adequate 
length of the timer cord, are shown. It demonstrates 
how the dentist can use high-speed film with the some 
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30,000 X-ray machines currently available in dental 
offices. As illustrated in the new motion picture, 
ultrafast dental radiographic film may be used with 
a slow mechanical timer by reducing the milliamper- 
age or by increasing the target-film distance. The 
recommendations are based upon those outlined in 
current dental literature and in the Bureau’s radi- 
ation handbooks, prepared by the National Commit- 
tee on Radiation Protection. 

Arrangements for loan may be made by writing 
the Office of Technical Information, National Bureau 
of Standards, Washington 25, D.C., or the American 
Dental Association Film Library, 222 East Superior 
Street, Chicago 11, Ill. 

Arrangements for purchase may be made by writ- 
ing the Office of Technical Information, National 
Bureau of Standards, Washington 25, D.C. The 
current purchase price is $60.89 f.o.b. and is subject 
to change without notice. 
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HIS YEAR marks the 50th anniversary of paper 
research at the National Bureau of Standards. In 
1909 the Bureau first set up a laboratory to determine 
the physical and chemical properties of paper. Over 
the past half century a great many instruments and 
test methods have been developed to measure these 
properties, providing a firm basis for purchase specifi- 
cations that are used today for paper and paper 
products. 

When the Bureau began this program the paper 
industry was relatively undeveloped. But today the 
pulp and paper industry is one of the largest in the 
country. More than 30 million tons valued at $10 
billion are produced annually. Per capita consump- 
tion exceeds 400 lbs a year. The government alone 
buys more than 200 kinds of paper annually for its 
own purposes at an estimated cost of $100 million. 

As the paper industry has developed, the character 
of the Bureau’s program has changed. Less emphasis 
is now placed on developing test methods and paper 
processes. Current paper research, under the direction 
of R. B. Hobbs, seeks to provide basic information on 
the properties of cellulose and other polymeric sub- 
stances from which papers are made. Such information 
is used to improve the mechanical, optical, and per- 
formance qualities of paper. Studies are also being 
conducted to develop standard reference materials, 
with known physical properties such as tearing strength 
or folding endurance, which can be used in calibrating 
commercial testing instruments. Thus, the paper re- 
search program is continuing to play a significant role 
in the advancement of paper technology. 


Physical Properties 


To obtain the best results in service, the physical 
properties of paper must be closely controlled. In 
printing papers, for example, brightness (a measure 
of apparent whiteness), opacity (related to “see- 
through”), and gloss are necessary optical properties. 
Good folding endurance and bursting and _ tearing 
strengths are needed in many types of paper designed 


Food-packag- 


to give service for an extended period. 





ing papers and building papers must be impermeable 
to water, air, and water vapor. Ready absorption and 
softness are essential characteristics of facial tissues. 

An important attribute of papers processed through 
packaging machinery, or used for magazine covers, 
paper boxes, and the like, is stiffness. A method and 
apparatus were developed for measuring stiffness,’ and 
the equipment is now available commercially. In this 
device, a specimen is bent through a given angle, and 
its stiffness is measured as the torque in a wire suspen- 
sion. By varying the size of the supporting wires and 
the angle through which the specimen is bent, papers 
having a wide range of stiffness can be tested. 

Smoothness is a factor used to determine the print- 
ing quality of paper. In a comparative study of two 
paper smoothness testers, the first practical application 
was made of the “sensitivity criterion”. With this 
concept the relative merit of the two instruments is 
compared by the ratio of their sensitivities. The cri- 
terion is especially useful when no absolute standard 
of comparison is available and no simple proportional 
relationship exists between the results obtained with 
two different instruments. 

Some government departments have unique paper 
requirements. Perhaps the most obvious example is 
the paper used for making U.S. currency. Other ex- 
amples are high wet t-strength map papers and postage 
stamp papers. A new process of dry intaglio printing 
recently installed at the U.S. Bureau of Engraving and 
Printing required a paper soft enough to reproduce the 
fine lines of the engraving plates yet durable enough to 
last at least as long as currency printed by a wet 
intaglio process. NBS devised laboratory tests to 


A miniature Fourdrinier papermaking machine is used at 
the Bureau for experimental production of smal] quan- 
tities of paper. Adjustments are being made to the dryer 
felt that carries the paper to the dryer section. 
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evaluate experimental papers submitted by the indus- 
try, and the results were used to select a paper for 
wide-scale production. A statistical study is now being 
made to compare the durability of the new and old 
papers in actual use. 

Map papers for the military services must be excep- 
tionally resistant to hard wear because of the excessive 
folding, crumpling, soiling, and extreme weather condi- 
tions to which the maps are exposed. During World 
War II, the Bureau worked with the Army and paper 
manufacturers to develop a paper with high wet 
strength and other durable properties. By incorporat- 
ing synthetic resins in the paper mixture, the desired 
result was achieved. 

One of the first studies on the physical properties 
of paper was made by D. E. Douty of the paper labora- 
tory. His report on the bursting strength of paper 
vas published in 1910. Since then a large number of 
Bureau reports have been published on the physical 
properties of paper and standard methods for meas- 
uring these properties. 

World War I brought about activity in the prepara- 
tion of government specifications, and the need for new 
paper specifications increased considerably in the 
1920°s. During this period the late B. W. Scribner, 
then chief of the paper laboratory, was appointed 
chairman of the interdepartmental committee for Fed- 
eral specifications. Pioneer work was accomplished 
in preparing specifications for more than a hundred 
different kinds of paper. After World War II. however. 
administrative responsibility for this function was 
transferred to the General Services Administration. 

In the period from 1920 to 1935 considerable effort 
was spent in investigating the materials and processes 


Apparatus used to study organic reactions that occur in 
the resin-bonding of fibers. 
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In experiments to determine the effectiveness of lami- 
nation with acetate to preserve historical documents, a 
flat press is used. Here a metal “sandwich” holding the 
document and the film is inserted into the press. 


used in industrial pape ‘rmaking. The program was 
undertaken to assist in developing a strong American 
industry by reducing the Nation’s dependence on 
sources of supply outside of North America. The 


requirement for this work diminished as the industry 
grew and prospered, and as university and commercial 
laboratories took over the necessary investigations. 


Chemical Properties 


The utility and value of paper for many of the ways 
in which it is employed depend on its chemical stability 
and, consequently, on the stability of cellulose, its major 
constituent. For example, U.S. Supreme Court Reports 
are printed on a paper consisting of 100-percent new 
cotton fibers. The paper is processed with special care 
to minimize residual chemicals so that the Court’s de- 
cisions will be available for centuries in permanently 
bound form. A knowledge of the chemical structure 


and reactions of cellulose is basic to the manufacture 
of paper requiring such a high degree of durability, as 
well as to the preservation and storage of historical 
records. 































Handsheet apparatus used for preparation of experi- 
mental papers. The operator raises the cylinder, con- 
taining a measured amount of aqueous pulp suspension, 
to remove the formed sheet. 


lor several years the Bureau has investigated the 
chemistry of cellulose, particularly its degrade ation by 
environmental conditions. Studies have been made of 
oxidation with periodic acid;* reaction with sodium 
chlorite;* thermal degradation;* and degradation by 
ultraviolet light.° Among the analytical methods that 
have been investigated are those for copper number :' 
alpha, beta, and gamma cellulose;* pH;° and functional 
groups in cellulose." 

Recently, research has been conducted for the Army 
Engineer Research and Deve lopme nt Laboratorie ‘s to 
reduce the hygroscopic expansivity of map paper.'! and 
thus improve its dimensional stability for reproducing 
several colors in successive printings. The two most 
promising processes found—lamination with a polyes- 
ter film, and use of synthetic organic fibers in the 
paper blend—are too costly for immediate practical 
use. However, it is anticipated that fundamental re- 
search now in progress on the nature of resin-to- 
cellulose bonding will lead to a satisfactory method for 
dimensional stabilization. 

In 1951 the Bureau developed techniques for making 
paper entirely from glass fibers in cooperation with 
the Naval Research Laboratory.’* This paper is now 
widely used, and millions of dollars are invested 
annually in its production on a commercial scale. It 
serves as a filter for removing solid particles from 
gases, and hence is used princ ipally in gas masks and 
other atmospheric filters. Glass-fiber paper is also 
employed both as a chemical filter and a dielectric 
material. 

The preservation and restoration of documents are of 
considerable interest to the National Archives, the 
Library of Congress, state and municipal records 
offices, and insurance companies. The Bureau has 
worked with these groups on problems such as the 
effect of the chemical content of paper on its aging; 
the care of books and films in libraries: the preserva- 
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tion of the United States Constitution and Declaratio: 
of Independence; and the lamination of documents wit! 
cellulose acetate film. Methods for studying the agin; 
of acetate film have been developed,'* and improve: 
specifications for laminating film have been prepared 
A study of papers made from groundwood fiber 
showed that a clay coating, which is sometimes applied 
to give a better printing ‘surface, affords considerabk 
protection against light.‘* These fibers, used in news 
print and other papers with a short life expectancy 
are one of the least expensive papermaking materials. 
Their use has been limited, however, because they turn 
yellow when exposed to light. It was found that the 
application of commercial coatings, made of finely 
divided clay, mixed with either starch, glue, casein, 
or synthetic resin as a binder, reduces the deteriorating 
effects of light by about 50 percent. These results have 
helped to increase the use of groundwood fibers in 
papers requiring a moderate degree of permanency. 





This apparatus for studying the folding endurance of 


paper was recently developed at the Bureau. A small 
paper specimen is being inserted into the machine. 


Test Methods and Instruments 


Two problems of present concern to the paper indus- 
try are: (1) How to determine which of two test 
methods gives the more sensitive and precise results: 
and (2) how to explain the lack of agreement in the 
results obtained by different laboratories using the 
same test method on the same paper. In cooperation 
with the Technical Association of the Pulp and Paper 
Industry (TAPPI) and the American Society for Test- 
ing Materials, the Bureau is engaged in comparative 
studies of different methods, utilizing the sensitivity 
criterion as a statistical tool. Collaborative work on 
chemical test methods is being conducted with the 
American Chemical Society and the International Com- 
mittee for Cellulose Analysis. In an effort to achieve 
better agreement between laboratories, a mathematical 
theory underlying the comparison of results from 
different laboratories is being applied to interlabora- 
tory comparisons of test methods. 
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In cooperation with TAPPI and the American Paper 
d Pulp Association, studies are in progress to develop 
standard sample of paper that may be used for 
librating tearing strength testers. If this standard 
eceeds in reducing interlaboratory inconsistencies, 
iditional standards will be established for calibrating 
her test instruments. 

\ higher degree of refinement is always being sought 
for almost all types of standards, and this is true of 
paper standards. A few years ago papermaking 
machines operated at speeds of a few hundred feet per 
minute. Today speeds of over 2.000 ft, min are easily 
aitained, and printing and converting processes have 
undergone similar acceleration. Hence, more rigorous 
specifications are required for the physical properties 
of paper, as well as new test methods for measuring 
dynamic rather than static properties. 
of paper developed from inorganic and synthetic fibers. 


New varieties 


and from new nonfibrous materials, also impose de- 
mands on all technical organizations connected with 
the paper industry. The fundamental information now 
being developed in the Bureau’s research effort should 
prove useful in devising techniques to solve the prob- 
lems presented by these new trends. 


The stiffness of paper, by F. T. Carson and V. Worth- 
ington, TAPPI 36, 36 (1953) : Stiffness tester, VBS Tech. 
Vews Bul. 36, 182 (1952): Extending the range of the 
NBS stiffness tester, by V. Worthington, TAPPI 37, 38 
(1954). 

*Use of the sensitivity criterion for the comparison 
of the Bekk and Sheffield smoothness testers, by T. W. 
Lashot, J. Mandel. and V. Worthington, ibid. 39, 532 
(1956); Evaluation of test methods by the sensitivity 
criterion, NBS Tech. News Bul. 40, 139 (1956). 

Reaction of sodium chlorite with some aldoses and 
modified celluloses, by W.K. Wilson and A. A. Padgett, 
TAPPI 38, 292 (1955). 

‘ Determination of glucose by means of sodium chlorite, 
by H. F. Launer, W. K. Wilson, and J. H. Flynn, J. 
Research NBS, 51, 237 (1953) RP2456: Determination 
of aldehyde in glucose, NBS Tech. News Bul. 38, 22 
(1954), 


Investigating the degradation of cellulose by ultraviolet 
light. Adjustments are being made to the stopcock 
that connects the reaction vessel and irradiation appa- 
ratus to a vacuum manifold. 













































Apparatus used to accelerate the aging of plastic speci- 
mens. An aging vessel containing cellulose acetate 
specimens is assembled before immersion in the oil bath 
on the right. On the left is a water bath containing 
bubblers for humidification of oxygen before it is passed 
through the aging vessel. 


Thermal degradation of cellulosic materials, by S. L. 
Wadorsky, V. E. Hart, and S. Straus, J. Research NBS 
60, 343 (1958) RP2853. 

" Degradation of cellulose in a vacuum with ultraviolet 
light, by J. H. Flynn, W. K. Wilson, and W. L. Morrow, 
ibid. 60, 3 (1958) RP2841: Degradation of cellulose by 
ultraviolet light, NBS Tech. News Bul. 42, 169 (1958). 

“A modified method for the determination of copper 
number in paper, by B. W. Scribner and W. R. Brode, 
Tech. Pap. BS 22, 9 (1927-28) T7354; The determination 
of alpha-cellulose content and copper number of paper, by 
J. O. Burton and R. H. Rasch, BS J. Research 6, 603 
(1931) RP973. 

* Simplified volumetric determination of alpha, beta, 
and gamma cellulose in pulps and papers, by H. F. 
Launer, J. Research NBS 18, 333 (1937) RP979; Volu- 
metric determination of alpha, beta, and gamma cellu- 
lose in pulps and papers containing sizing, filler, and 
other materials, by H. F. Launer, J. Research NBS 20, 
87 (1938) RP1068. 

’Determination of the pH value of papers, by H. F. 
Launer and W. K. Wilson, J. Research NBS 23, 663 
(1939) RP1262. 

7 Aldehyde, carboxyl, pentosan, and degree of poly- 
merization data on the ICCA standard pulps, by W. L. 
Vorrow, TAPPI (in press). 

“Properties of some experimental map papers con- 
taining synthetic fibers by G. L. McLeod, ibid, 41, 430 
(1958); and NBS Tech. News Bul. 43, 8 (1959): Im- 
proved dimensional stability in laminated map paper, by 
G. L. McLeod and T. L. Worksman. TAPPI 41, 484 
(1958); and NBS Tech. News Bul. 42, 148 (1958). 

The electrical properties of glass-fiber paper, by 
T. D. Callinan, R. T. Lucas, and R. C. Bowers, Elec. 

Vig. 48, 94 (1951); Paper from glass fibers, NBS 
Tech. News Bul. 35, 177 (1951); Effects of mechanical 
preparation and pH on the strength of glass-fiber paper, 
by VM. J. O'Leary, R. B. Hobbs, J. K. Missimer. and 
J. J. Erving, TAPPI 37, 446 (1954): Improved glass- 
fiber paper, VBS Tech. News Bul. 39, 82 (1955). 

“ Degradation of cellulose acetate films, by W. K. Wil- 
son and B. W. Forshee, SPE Journal (in press): Pre- 
serving documents by lamination, NBS Tech. News Bul. 
42, 54 (1958). 

“ Effect of light on coated groundwood fibers, by Hf "+ 
Wilson and J. L. Harvey, TAPPI 36, 459 (1953): NBS 
Ter h. Vews Bal. 38, 155 (1954). 














Symposium on the Optical Pyrometer 
Temperature Scale 


2 es FACILITATE the exchange of information and 

ideas on high-temperature pyrometry, a Symposium 
on the Optical P yrometer Te mee rature Scale was held 
at the Bureau, October 23 to 25, 1958. Sponsored by 
the Heat Division of the Bureau and the High Temper- 
ature Group of Argonne National Laboratory. this 
Symposium concentrated on present temperature scales 
and calibration practices, recent improvements , in 
optical pyrometer techniques and instruments, and the 
possible use of the temperature scale beyond 4,000° K. 
Chairman of the Symposium was C. M. Herzfeld, Chief 
of the Heat Division. 

In the last few years. the interest in high-temperature 
measurements has created a demand for optical pyrom- 
eters capable of greater precision and accuracy. This 
need has raised many questions about procedures for 
realizing the International Temperature Scale at high 
tempertures (above 1,063° C) and about the calibra- 
tion, use, and manufacture of optical pyrometers. 
Recent studies, principally at the National Bureau of 
Standards and Argonne National Laboratory. have 
shed new light on some of these problems. To com- 
municate these ideas as rapidly and conveniently as 
possible, and at the same time provide an opportunity 
for discussing individual problems, the Symposium on 
the Optical Pyrometer Temperature Scale was planned. 
That the need for such a program had long been felt 
was evidenced by the nationwide response from the 
industrial and research laboratories performing sig- 
nificant work in this field. 

Trends in the Bureau’s work on optical pyrometry 
were outlined at the beginning of the conference by 
Dr. Herzfeld. He pointed out the necessity of improv- 
ing methods of temperature measurement in the range 
800° to 4,000° C under ideal conditions. Here ac- 
curacy, precision, and convenience of operation need 
further improvement. An extension of methods for 
measuring temperatures under ideal or approximately 
ideal conditions in the range 4,000° to 10.000° C is 
also required. In addition, improvements in temper- 
ature measurement under nonideal conditions. such as 
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1 flames and complicated systems, are needed alon; 
with more fundamental research leading to new an 
better ways of measuring temperature. 

To form a basis for further discussion, a summat 
of the theory of optical pyrometry was presented b 
H. J. Kostkowski of the Bureau and G. H. Winslow o 
the Argonne National Laboratory. The various as 
sumptions concerning pyrometer calibration were car 
fully analyzed. The importance of the relative visibilit) 
function of the observer and the adequacy of using a 
tungsten strip lamp rather than a blackbody fo: 
temperatures above the gold point were emphasized. 

This paper was complemented by a discussion of the 
calibration of the National Bureau of Standards stand- 
ard pyrometer, presented by Bureau staff members H. 
J. Kostkowski and R. D. Lee. A recent attempt to 
realize the International Temperature Scale with maxi- 
mum precision by a careful primary calibration was 
described. The standard optical pyrometer, a dis- 
appearing filament type, is calibrated at the gold point 
by sighting on a blackbody maintained at the freezing 
point of gold, one of the primary fixed — on the 
International Te *mperature Scale. At higher or lower 
temperatures the calibration is achieved by siehting 
at a tungsten strip lamp through rotating sector disks 
and using the Planck radiation law to calculate the 
unknown temperature. This calculation also involves 
the mean effective wavelength, which is determined by 
the filters in the optical pyrometer and the relative 
visibility function of the observer. Greater reliability 
was achieved in this calibration by determining inde- 
pendently the visibility function of each observer 
rather than using an average visibility curve as is done 
in most standards laboratories. It is felt that the results 
of this primary calibration are about the best one can 
expect from visual optical pyrometry, with uncertain- 
ties in the calibration going from +0.5 deg C at the 
gold point to +4 deg C at 2.400° C. An international 
comparison of strip lamps reveals that this optical py- 
rometer scale agrees with the mean scale of the national 
laboratories of Canada. West Germany, and East Ger- 
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many to within +1 deg 
(840° to 2,200° C). 

he procedure employed at Argonne to establish the 
erature scale in the range of 1,000° to 2.500° C 
wa. discussed by R. J. Thorn and G. H. Winslow of 
that laboratory. The starting point for the calibration 
was the freezing point of copper. which has been de- 
termined as 1.083° C on the 1948 International Tem- 
perature Seale. Above the freezing point of copper 
a blackbody constructed of tungsten, contained in a 
vacuum and heated inductively, was employed as a 
light source. Some advantages of using a blackbody 
rather than a tungsten strip lamp were disc ussed. 
Effective wavelengths, calculated from the measured 
transmissions of the pyrometer red filter and the 
standard visibility function, were presented. The 
Bureau and Argonne National Laboratory optical py- 
rometer temperature sc 7 agree within 1” C at the gold 
point. but differ by 4° C above 1,600° C. It is sug- 
cested that the most likely source of the difference lies 
in the effective wavelengths. 


in the range compared 


te 


The basic limitations on the accuracy of = al py- 
rometry were discussed by D. R. Lovejoy of the National 
Research Council of Canada. An estimate of the errors 
arising in primary standard pyrometer calibrations 
and in secondary standard strip lamp calibrations was 
shown to agree with the results of a recent intercom- 
parison of secondary strip lamps. 
carbon arc, accepted as a useful secondary standard 
at 3.514° C, showed that in this region the effect of 
the uncertainty in effective wavele neth is greater than 
all other sources of error combined. 


An evaluation of a 


Even though very 
precise work was involved in determining the platinum 
point at 1.769° C, metal freezing points seem to offer 
little advantage over the strip lamp as secondary stand- 
ards. This paper concluded with a discussion of the 
errors in calibrating nonstandard pyrometers. showing 
that good commercial pyrometers can be calibrated with 
a precision comparable to that of primary standard 
pyrometers if the lamp current is calibrated directly 
rather than through the internal potentiometer and 
scale. 

R. D. Lee of the Bureau discussed the procedures 
used in calibrating optical pyrometers and tungsten 
ribbon-filament lamps submitted to the Bureau. Tem- 
perature comparisons are made with the NBS standard 
pyrometer from 800° to 3.800° C. In calibrating op- 
tical pyrometers, a tungsten ribbon filament lamp is 
used as a —— source up to a brightness tem- 
perature of about 2.400° C, and a zirconium are and 
carbon are to temperatures of 2.800° and 3.800° C, 
respectively. Since the brightness temperature of 
nonblackbody is determined part by the red filter 
glass of a pyrometer, corrections are made for test 
pyrometers with different transmission characteristics. 
The estimated uncertainty of the calibration below 
2.800° C based on experience with a number of 
instruments rather than on the specific data of a given 
instrument. The standard deviation. with respect to 
the International Temperature Se - of pyrometer and 
strip lamp calibrations is about +1 deg from 800° to 
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Temperature sources used in the Bureau’s calibrations of 


optical pyrometers. A tungsten ribbon-filament lamp 
(center) provides brightnesses corresponding to tempera- 
tures up to 2,400° C. Calibrations at higher tempera- 
ture are made with a zirconium are (left) and a carbon 
are (right). These sources have brightnesses of 2,800 

and 3,800° C, respectively. 


L500? ¢« 
creases to about 


“2 deg from 1,500° to 2.000° C and in- 
+6 deg at 2.800° C. 

Methods of precise temperature measurement in 
determining the properties of refractory materials at 
the Los Alamos Scientific Laboratory were described 
by M. Bowman. Measurements of rapidly changing 
temperatures and of small temperature changes are re- 
quired for the technique employed in measuring 
thermal diffusivity. These temperature changes are 
obtained by means of a multiplier phototube and 
high-speed recorder. 

L. Brewer of the University of California concen- 
trated on the adequacy of the temperature scale in the 
determination of thermodynamic properties. The 
adequacy depends on the point of view; that is, whether 
the second or third law of thermodynamics is used in 
the calculation of thermodynamic variables. Brewer 
suggested that the accuracy requirements for a tem- 
perature scale to be used with the second law are 
extremely rigorous. In a third law method, where the 
heat of formation and the temperature are proportional. 
an uncertainty in the absolute temperature of 0.5 per- 
cent is a reasonable goal. This paper also reviewed 
at some length past problems arising with NBS cali- 
brations of certain optical pyrometers. Greater care 
in the use of these instruments and recent improvements 
in calibration practices seem to have eliminated these 
problems. 

H. F. Stimson of the Bureau discussed the relation 
of the International Temperature Scale to the Thermo- 
dynamic Seale. This paper included a report on the 
present state of agreement between the two scales and 
work being carried out to achieve a better knowledge 
of the difference between these scales. 

The present techniques employed in the design, 
manufacture, and calibration of commercial pyrometers 
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were outlined by K. A. Walch and R. Stroud of 
Leeds and Northrup, and by Paul V. Bollerman of the 
Pyrometer Instrument Company. 

A brief summary of work going on at the Bureau 
on photoelectric pyrometers was given by C. P. Johnson 
and D. Erminy.’ The first model of the NBS photo- 
electric pyrometer has a sensitivity of 0.1 deg C at the 
gold point and a spectral bandwidth of only 100 A. 
These features, together with its objective character, 
make it an attractive instrument. However, the meas- 
urement of brightness temperatures to a precision of 
0.1 deg C introduces many difficult problems involving 
lens aberration, scattered light diffraction, and the 





stability of light sources. These must be investigated 
in great detail before the photoelectric pyrometer c.in 
be considered a reliable, accurate instrument. 
Concluding the discussion of high-temperature me:s- 
urements was a report on measurements of the color 
temperatures of a number of stars by E. Kron of the 
Lick Observatory. University of California. This work 
may have some future bearing on the calibration and 
measurement of very-high-temperature sources. 


International comparison of high-temperature stand- 
ards, NBS Tech. News Bul. 42, 140 (1958). 

* High-temperature measurements, NBS Tech. News 
Bul. 42, 125 (1958). 


Low-Temperature Distillation of Hydrogen Isotopes 


E XPERIMENTAL work at the Bureau’s Cryogenic 
4 Engineering Laboratory (CEL) at Boulder, Colo- 
rado, has advanced a practical solution to the problem 
of separating hydrogen isotopes.' A pilot plant capable 
of distilling liquid hydrogen by fractionation has 
yielded specific amounts of pure liquid deuterium and 
deuterium-free hydrogen. 

The unit, the only one of its kind in the country, was 
designed by T. M. F lynn, K. D. Timmerhaus, and D. H. 
Weitzel. The designe srs feel that it is feasible for in- 
dustry to produce large quantities of deuterium by this 
cryogenic distillation method; it is, in fact, particularly 
well suited for industrial areas where extensive supplies 
of hydrogen gas are available—near ammonia plants. 

Of the three isotopes of hydrogen—protium, deu- 
terium, and tritium—protium, the lightest, is the most 
abundant; over 99 percent of available hydrogen is in 
the form of protium. Tritium, extremely rare in nature, 
is radioactive and has a half life of about 1214 years. 
Deuterium, twice as heavy as “ordinary” hydrogen, 
occurs naturally in an abundance ratio of 1:7.000. 
Recent de- 
classification of thermonuclear fusion research pro- 
erams has shown 


The demand for deuterium is growing. 


deuterium to be one of the most 
“fuels of the future”. Furthermore, “heavy 
water’, or deuterium oxide, has been one of the most 
desirable nuclear reactor moderators ever since the 
early days of the Manhattan Project. At that time, 
unavailability and economies restricted its use. At 
present, synthesis of heavy water is carried out on a 
commercial scale. 


promising 


Deuterium-free hydrogen, although currently con- 
fined to research-quantity needs, is required in amounts 
sizable enough to necessitate pilot plant manufacture. 
For instance, bubble chambers, including those contain- 
ing liquid hydrogen, are supplementing the Wilson 
Cloud Chamber and similar detection equipment used 
in elementary particle investigations. For this research 


some scientists demand deuterium-free liquid hydrogen: 


others use liquid hydrogen containing all isotopic 


modifications. 
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\ few of the more common methods employed t 
manufacture heavy water or to separate hydrogen iso- 
topes have certain Diadiabine when put on a large 
scale. Consider the separation factor, the ratio of the 
vapor pressures of the two constituents at the boiling 
point of the system, as an index of merit. If the factor 
is high enough to give good separation, then the system 
involved is worthy of consideration. If, however, the 
factor is below the limits of practical consideration, 
the system is inefficient. The value for the heavy and 
“normal” water ratio is 1.026. Therefore. it is easy 
to realize why separation of heavy from “normal” 
water has drawbacks. One is that a great number of 
distillation stages are needed to produc e a high con- 
centration of HDO or D.O (deuterium is present in 
water as HDO: as it becomes concentrated. it dissoci- 
ates as follows: 2HDO—H.0+ D.O). Secondly, heat- 
ing and cooling requirements are very large. 

If separation is to be by electrolysis, several hundred 
stages are necessary for produc tion of pure heavy water. 


Leak detection in a pressurized cryogenic system is ex- 
tremely important. Left: Helium gas is being applied 
around the column in the search for “high vacuum” 
leaks. Right: Technician smooths a plastic sponge over 
an area suspected of minute leaks. 
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‘he dual-temperature process, used by a number of 
he:vy-water manufacturers, depends upon an equilib- 
rium between certain gases, usually hydrogen and hy- 
drogen sulfide. to yie Id a concentration of deuterium 
hicher in one than in the other. Hydrogen sulfide is 
corrosive and poisonous to both human beings and 
caialysts. The hazards connected with using hydrogen 
sulfide plus the length of time that would be involved 
if no catalyst were used (200 days minimum) make 
this catalytic exchange method unsuitable. 

(he separation factor for the hydrogen 
(2.26) suits ordinary distillation standards based on 
relative volatilities. However. until recently. large- 
scale distillation for purposes of hydrogen deuteride 
recovery had been rejected. The main deterrents re- 
sponsib le for this situation were lack of design data 
and the problems encountered in operating units at the 
extremely low temperatures that are required for dis- 
tilling liquid hydrogen. In spite of this, CEL engineers 
felt that by using recent advances in cryogenic tech- 
nology they could design an experimental program 
that would yield a practicable and efficient system. 
Paper studies made concurrently with early Manhattan 
Project investigations of the heavy-water situation sub- 
stantiated their beliefs. 

Preliminary experiments to collect data necessary in 
designing low-temperature separation columns started 
at CEL in 1955. Messrs. Flynn, Timmerhaus, Weitzel. 
and Vander Arend initiated the program to evaluate 
some of the parameters, such as plate efficiency and 
pressure drop. Their design of three small columns to 
operate at —423° F led to improved suggestions for a 
column or series of columns intended to increase the 
concentration of hydrogen deuteride in hydrogen from 
its natural abundance (1 part in 3,500) to any desired 
amount. Raising an HD:H concentration from the 
initial value to approximately 3 parts in 100 is the most 
difficult phase of the separation procedure. In design- 
ing their pilot plant to accomplish this specific job, 
CEL scientists assumed that parameters obtained ex- 
perimentally for an H.—D. system would be applicable 
to an H.-HD system. In order to obtain the necessary 

values, the *y varied the number and types of plates for 
the column. One column was packed with stainless 
steel helices and the other two fitted with perforated 
plates. 


isotopes 


To adapt the column to a limited space. the designers 
chose a high external reflux ratio. This ratio. a com- 
parison between the volume of vapor returning to the 
column and the distillation product, is derived from 
the vapor-liquid equilibrium curve calculated for a 
particular column. Even though high-reflux condi- 
tions are difficult to achieve in a cryogenic system. the 
designers used a ratio value of 2.0—10 percent greater 
than the minimum calculated for their column. The 
result is a reduced column height. 
experimental 

Likewise, for space reasons, the experimenters made 
the number of plates as small as possible. Use of the 
McCabe-Thiele conventional — graphical 
method for determination of the appropriate number 


In addition. the 
value of the column is not downgraded. 


theory, a 
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of plates for a particular distillation problem, pro- 
vided the engineers with the exact number necessary. 

The difference in column diameter between labora- 
tory-scale and pilot-plant-size equipment is somewhat 
arbitrary. However, an increase from 1! to 6 in. 
places the column in the pilot-plant category. This 
pilot: plant size yields information directly ap plic able 
to commercial-size units. In terms of an equivalent 
heavy-water production rate, the feed rate of this 
pilot-plant column represents approximately lb of 
heavy water for an 8,000-hr year. 

The flow system of the column consists of three 
separate parts—circulation, condenser, and feed. In 
the circulation system, a heat pump, operating between 
the condenser and the reboiler. provides the necessary 
refrigeration at the top and associated boil-up in the 
reboiler. Hydrogen gas, the circulating refrigerant, 
transfers heat from the condenser to boiler. This 
operation supplies sufficient heat to fulfill the require- 
ments of the system. 

The condenser and reboiler systems are similar: the 
former has a finned heat exchanger and a reservoir. or 
heat sink, of liquid hydrogen. This furnishes the other 
portion of hydrogen needed for refluxing. As _ the 
reflux condenses, the hydrogen vaporizes under atmos- 
pheric pressure. A resistance-type liquid-level sensing 
device and a solenoid valve on the transfer line keep 
the reservoir filled automatically. 

Many of the problems encountered in designing this 
pilot plant are characteristic of standard distillation 
operations. However, a few arose which are peculiar 
high-tem- 
perature units, heat loss is from the column. As a 


to low-temperature units. For instance, 


result, some additional vapor will condense to a liquid 
within the column. in the 
internal reflux ratio. In addition. this transfer of 
(away from the column) requires that the size 
of the reboiler be increased to compensate for this heat 
loss. In low-temperature operations the effect is just 
the opposite: that is, 


This means an increase 


energy 


a decrease in the internal reflux 


To observe the liquid-hydrogen distillation system, a ther- 
mal conductivity gas analyzer was incorporated into the 
pilot plant. ‘This extremely sensitive instrument reli- 
ably indicates the percentage of deuterium found in 
streams of gas entering and leaving the column. 
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and a corresponding decrease in the hydrogen-deu- 
terium separation. Since stepping up the refrigeration 
efficiency of the system is expensive, CEL engineers de- 
signed a compact “cold box”. crowded with compo- 
nents, to minimize heat leak. The column and acces- 
sories are suspended inside a vacuum space, from a 
stainless steel tripod supported on a bottom plate. This 
practically eliminates two energy transfer problems: 
(1) When the vacuum is of the order of 10°-°- to 10“-mm 
He, heat transfer by gaseous conduction is negligible; 
and (2) conduction through solids is small when sup- 
ports are designed in the form of long, low-conductivity 
heat paths. 

The pilot plant designers have used another approach 
in solving the problem of radiation heat transfer—a 
set of insulating shields. Surrounding the column is 
an inner shield of thin copper sheeting. It is attached 
to the hydrogen reservoir, at the top of the column. 
Because of coppers high thermal conductivity. the 
design can provide a shield having the same tempera- 
ture gradient as the column, top to bottom. Thus, heat 
radiated from the shield to the column is negligible. 
Reduction of the heat transferred to this copper shield 
from outside the column is effected by placing a liquid- 
nitrogen-cooled shield around the inner shield.” 

Another major problem encountered in the design 
and construction of low-temperature equipment. in- 
volves making proper allowance for coefficients of 
expansion. For instance, some parts of the pilot plant, 
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including the column, change in length by as much as 
14, in. with the 280° K temperature change that tale 
place in the system. One method of relieving this 
situation is to solder short sections of bellows to cne 
end of a line. Another way is to use a loop or a cou) le 
of bends, in a small diameter line, in order to place a 
short section of the line at right angles to the principal 
axis. 


RP 


As the CEL engineers see it, the only major item 
causing a change in design between this pilot plant and 
an industrial unit is the provision made for a supy)ly 
of pure gaseous hydrogen to the column feed. Since 
CEL has pure hydrogen available, this pilot plant does 
not contain a specific purification apparatus. Instead, 
the bottom product and the distillate are joined to- 
gether and circulated to the column as feed. Once this 
column has been charged, a closed circulation system 
is in force—no new feed is necessary. However. any 
other designs would have to have an outside source 
supplying feed continuously to the column. 

The designers also recommend traps of absorbents 
in liquid nitrogen baths or other purifying systems in 
the feed line to eliminate any plugging of the perforated 
and screen plates resulting from impurities in the hy- 
drogen gas. Even small impurities can quickly reduce 
the column’s separation efficiency. In fact, if there 
are suflicient impurities present to clog the plates. the 
distillation would cease. The authors feel that, even 
if their recommendations are followed, there is. still 
likely to be an accumulation of impurities for a certain 
period of time. Occasional shutdowns are probable. 

Handling pure hydrogen requires extreme caution. 
This is as true for hydrogen in liquid form as it is for 
hydrogen gas. There is always some gas escaping from 
the liquid, and the liquid represents an extremely con- 
The design of the CEL pilot 
plant incorporates many safety features. An operating 
pressure of 1.3 atm was selected. This eliminates air 


centrated gas supply. 


leaking into the system and provides a satisfactory 
temperature difference for heat exchange in the con- 
denser and reboiler. All electrical switches and motors 
are explosion-proof. All electronic, nonsealed equip- 
ment is constantly purged with nitrogen gas. All 
equipment is grounded. Besides placing the column 
in a well-ventilated room, the designers have made 
provisions for either piping the exhaust hydrogen to a 
eas holder outside the building or to release it through 
a vent in the roof. Other obvious safety precautions. 
such as no open flames. methods of reducing high-static 
potentials and use of nonsparking tools, are maintained. 
The successful operation of this unit suggests that 
many other problems in gas separation might be solved 
by adopting cryogenic techniques. 


‘For further details, see Low-temperature distillation 
of hydrogen isotopes, by K. D. Timmerhaus, D. H 
Weitzel, and T. M. Flynn, Chem. Eng. Progr. 54, 35 
(1958). 

*A thorough discussion of low-temperature insulation 
problems is given in Cryogenic Engineering, by R. B. 
Scott (D. Van Nostrand Co., Inc., New York, N.Y., 1959) 
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Publications of the National Bureau of Standards 


Periodicals 


Journal of Research of the National Bureau of Standards, Vol- 
ime 62, No. 5, May 1959 (RP2950 to RP2956 incl.) 60 cents. 

Technical News Bulletin, Volume 43, No. 5, May 1959. 15 
ents. Annual subscription $1.50. 75 cents additional for for- 
ign mailing. 

Basic Radio Propagation Predictions for August 1959. Three 
nonths in advance. CRPL-D177. Issued May 1959. 10 
cents. Annual subscription $1.00. 50 cents additional for 
oreign mailing. 


Research Papers 
Journal of Research, Volume 62, No. 5, May 1969. 60 cents. 


RP2950. Mean absolute value and standard deviation of the 
phase of a constant vector plus a Rayleigh-distributed vector. 
}. Ralph Johler and Lillie C. Walters. 

RP2951. A simple rotating molecular still. Gaylon S. Ross 
ind Louis J. Frolen. 

RP2952. Scintillation counter method of intercomparing neu- 
tron source strengths by means of a manganous sulfate bath. 
Earl R. Mosburg, Jr. 

RP2953. Phase equilibria in the subsystem barium disilicate— 
dibarium trisilicate. Robert S. Roth and Ernest M. Levin. 

RP2954. Separation and determination of phosphate, silicate, 
and arsenate. W. Stanley Clabaugh and Audrey Jackson. 

RP2955. Heat of formation of potassium calcium silicate. 
Edwin S. Newman. 

RP2956. Heat of formation of boron trichloride. Walter H. 
Johnson, Richard G. Miller, and Edward J. Prosen. 


Circulars 


C539. Vol. 8. Standard X-ray diffraction powder patterns. 
lloward E. Swanson, Nancy T. Gilfrich, Marlene I. Cook, 
Roger Stinchfield, and Paul C. Parks. 45 cents. 

C552. 3d edition. Standard materials. 35 cents, 

C602. Testing of glass volumetric apparatus. J. C. 
20 cents. 


Hughes. 
Handbooks 


H67. Checking prepackaged commodities. Malcolm W. Jen- 


sen. 35 cents. 
Applied Mathematics Series 


AMS51. Tables of the exponential integral for complex argu- 
ments, $4.50. 


Publications in Other Journals 


Tables of the speed of sound in water. Martin Greenspan and 
Carroll E. Tschiegg. J. Acoust. Soc. Am. 31, No. 1, 75 
(1959). 

Precise intercomparison of acids by differential potentiometric 
titration with the hydrogen electrode. (III-2) R. G. Bates, 
and E. Wichers. Actas Do Congresso 1, 3 (Lisboa/1957). 

Magnetic losses at low temperatures. E. H. Brown and J. R. 
Brennard. J. Appl. Phys. 30, 112 (1959). 

Initial and remanent permeability spectra of Yttrium iron 
garnet. R. D. Harrington and A. L. Rasmussen. Proc. IRE 
17,98 (1959). 

The characteristic size of airglow cells. F. E. Roach, E. Tand- 
berg-Hanssen, and L. R. Megill. J. Atmospheric and Terrest. 
Phys. 13, 113 (1958). 

Movements of airglow cells. F. E. Roach, E. Tandberg-Hanssen, 
and L. R. Megill. J. Atmospheric and Terrest. Phys. 13, 122 
(1958). 

Compact microwave refractometer for use in small aircraft. 
M. C. Thompson and M. J. Vetter. Rev. Sci. Instr. 29, 1093 
(1958). 


On the numerical integration of periodic analytic functions. 


Philip J. Davis. (Book—On Numerical Approximation, ed- 
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ited by Rudolph E. Langer, University of Wisconsin Press, 
Madison, Wis., 1959). 

Local standards laboratories, Archibald T. McPherson. Instr. 
and Automation 32, 92 (1959). 

New standards for science and industry. Archibald T. McPher- 
son. Am. Soc. Quality Control. (Fourth Annual Quality 
Control Symposium, Southern Methodist Univ., Dallas, Texas, 
Mar. 1959). 

Systematic research. Allen V. Astin. Ordnance 43, No. 233, 
741 (Mar.—Apr. 1959). 

The heat capacity of sulfur from 25° to 450°, the heats and 
temperatures of transition and fusion. Estal D. West. J. 
Am. Chem. Soc. 81, 29 (1959). 

Some properties of flameproof fabrics. Marjorie W. Sandholzer. 
Am. Dyestuff Reptr. 48, No. 2, 37 (1959). 

On Gauss’ speeding up device in the theory of single step itera- 
tion. Alexander M. Ostrowski. Math. Tables and Other Aids 
to Computation 12, No. 62, 116 (1958). 

Electron impact studies of hydrazine and the methyl-substituted 
hydrazines. Vernon H. Dibeler, J. L. Franklin, and Robert 
M. Reese. J. Am. Chem. Soc. 81, 68 (1959). 

The theory of extreme values. John Mandel. ASTM Bull. No. 
236, 29 (1959). 

Charge-storage pulse-height analyzers for use with pulsed ac- 
celerators. L. Costrell and R. E. Brueckmann. Nuclear Instr. 
3, 350 (1958). (North-Holland Publishing Co., Amsterdam.) 

The very low-frequency emissions generated in the earth’s 
exosphere. Roger M. Gallet. Proc. IRE 47, 211 (1959). 

Initial and remanent permeability spectra of Yttrium Iron Gar- 
net. R.D. Harrington and A. L. Rasmussen. Proc. IRE 47, 
98 (1959). 

Propagation of a ground wave pulse around a finitely conduct- 
ing spherical earth from a damped sinusoidal source current. 
J. R. Johler and L. C. Walters. IRE Trans. on Ant. Prop. 
AP-7, 1 (1959). 

The riometer—a device for the continuous measurement of 
ionospheric absorption. C. G. Little and H. Leinbach. Pree. 
IRE 47, 315 (1959). 

The night airglow. Franklin E. Roach. Proc. IRE 47, 267 
(1959). 

{ method for measuring the directivity of directional couplers. 
G. E. Schafer and R. W. Beatty. IRE Trans. on Microwave 
Theory Tech. MIT—6, 419 (1958). 

\ modulator for microwave mixers. G. E. Schafer. IRE Trans. 
on Microwave Theory Tech. (Letter) MIT—6, 333 (1958). 
Cryogenic engineering. R. B. Scott. (D. Van Nostrand Co., 

Inc... New York, N.Y., 1959.) 

The day-to-day coordination of IGY observations. A. H. 
Shapley. Proc. IRE 17, 323 (1959). 

On the measurement of ground conductivity at VLF. J. R. Wait 
and A. M. Conda. IRE Trans. on Ant. Prop. AP—6, 273 
(1958). 

Pattern of an antenna on a curved glossy surface. J. R. Wait 
and A. M. Conda. IRE Trans. on Ant. and Prop. AP—6, 348 
(1958). 

Transmission loss curves for propagation at very low radio 
frequencies. J. R. Wait. IRE Trans. on Communs. Systems 
Cs—6, No. 2,58 (1958). 

The interpretation of night-time low-frequency ionograms. 
J. M. Watts. J. Geophys. Research 63, 717 (1958). 

Reduction of adjacent-channel interference components from 
frequency-shift-keyed carriers. A.D. Watt, V. J. Zurick, and 
R. M. Coon. IRE Trans. on Communs. Systems CS—6, 39 
(1958). 

Gains of finite-size corner-reflector antennas. H. V. Cottony and 
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